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DESCRIPTION OF PLATES.

PLATE Y
Coins of Italy.

1 and 2. Testoons of  Pope  Clement  VII  (1523-34), by
Cellini.

Mill Coins of France.

3 and 4. Testoons, dated 1552, of Henry II.

5.  Testoon, 1553, of Henry II.

6.  Piedfort, dated 1573, of Charles IX.

7.  Inscribed edge of Piedfort No. 6, showing three sutures.

8.  Piedfort, dated 1607, of Henry IY.

PLATE VI.
Goins of England.

I and 2. Hammered and mill half-sovereigns of Elizabeth,
3 and 4. Hammered and mill shillings of Elizabeth.

Mitt Coins of France.

5.  Piedfort, dated 1618, of Louis XIII.

6.  Demi-testoon, dated 1644, of Louis XIV.

7.  Quart-testoon, dated 1644, of Louis XIV.

The last three have inscribed edges.

PLATE VII.

1.  Pattern half-crown, 1651, by Blondeau.

2.  Pattern half-crown, by Raniage.

3.  Broad, 1656, by Simon.

4.  Half-crown, 1656, by Simon,

5 and 6. Impressions from the dies in the Mint Museum
used to strike the so-called Simon's half-broad
(Henfrey, PI. iii. 3) and Tanner's half-broad, No. 2
(Henfrey, PL iii. 5).

7. Inscribed edge of broad (No. 3), showing junctions after
LITER IS and after ET.